Arlington Conservation Commission 
Agenda 

November 14, 2017 


Location: 

7:00p.m. 

8:30p.m 

9:00p.m. 


Lower Level Mural Room, Senior Center 
27 Maple Street, Arlington, MA 


Public Meeting Regarding the Spy Pond Shoreline Stabilization Project with 
Conservation Commission and Park and Recreation Commission to Discuss 30% 
Design Concept and Seek Public Input and Feedback from the Public 


Working Session Park and Recreation Commission - Hurd Field 

Adjourn 



